
DEVALL. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
tIEUTENANT GOVERNOR 

JUDYANNBjGBY, MD 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 


The Commonwealth of IVIassachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 


03 / 07/12 


Tavares Brewington 
Assistant United States Attorney 

AUSA Brewington, 

Enclosed is the information you requested. Included are copies of the following: 
1. Drug Analysis Laboratory Receipt. 



If you have any questions about these materials, please call me at the number below. 



Chemist II 


Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6632 


Folk OIG PRR 067055 









PLEASE PRINT CLEARLY OR TYPE ALL ENFORRIATION 


Boston Drug Laboratorj* 
Tel (617) 9S3-6622 
Fax (617) 983-6625 


The Commomvealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
State Lahoratoiy Institute 


Amherst Drug Laboratory 
Tel (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 


Amherst Hours 


8 : 00 - 11:00 

2 : 00 - 4:00 


9 : 00 - 12:00 

1 : 00 - 3:00 


Citj' or Department: f~^\l 
Name and Rank of Submitting Officer 




Police Reference No 






To be completed by Submitter To be completed by Lab Personnel 

Description of Items Submitted Gross Weight Lab Number 


\ £.c-L 



1 u. 


{( 





Received by: 



Date: ^/0 















No. 

City: Fall River Police Dept. 
Officer: Detective N. PACHECO 
Def; 

Amount: 

No. Cont: 1 Cont: pb 

Date Rac'd; 06/16/2010 
Gross Wt.: 4.71 



Date Analyzed: 



Subst; SUB 

No. Analyzed: 

Net Weight: 2.a S' 

#Tests; keif'sO 


Prelim: 




City: Fall River Police Dept. 


Date Analyzed: _ 


BC' 


io 


Officer: Detective N. PACHECO 



Amount: 

No. Cont; 1 Cont: pb 

Date Rac'd: 06/16/2010 
Gross Wt.: 5.31 


V 


Subst: SUB 

No. Analyzed: 

Net Weight: ^ - O 1 


# Tests: io?=vso 




City; Fall River Police Dept. 
Officer: Detective N. PACHECO 
Def; 

Amount: 

No. Cont: 1 Cont: pb 

Date Rec'd: 06/16/2010 
Gross Wt.: 3.78 


Date Analyzed; , 


ID 


Subst: SUB 
No. Analyzed: 

Net Weight: 


Prelim: eoccu.^0) 


Findings: 



# Tests: <0 




Folk OIG PRR 067057 













DRUG POWDER ANALYSIS FORM 


SAMPLE it 

No. of samples tested: 



PHYSICAL DESCRIPTION: 


Gross Wt ( ): 2. - 3'2- 


09^ \-e 





-e 




Gross wt { ):_ 

Pkg.Wt:_ 

NetWt:' 2 - 2.3' 



PRELIMINARY TEST RESULTS 

GC/MS CONFIRMATORY TEST 

RESULTS rc:)C.auAX. 

RESULTS 

DATE 0^=1-a.-!-lO 

MS 

OPERATOR 


DATE 


Revised 7/2005 


Folk_OIG_PRR_067058 













"1 " r - '• ~ "1 ----1---—---^-—---1 

4000.0 3000 2000 1500 1000 650.0 


c:\pel_data\spectra\b^^^^Bil river.sp - ASD 09/28/10 


o> 

lO 

o 

h- 

CD 

O 

or' 

a. 

I 

g 

o 


cm-l 








SEARCH REPORT 


Date: Tue Sep 28 2010 


Unknown: C:\pel_data\spectra\B10-06932 Fall River.sp 
Library: C:\pel_data\libs\DL.idx 


Euclidean Hit List: 

0.836 DL1744 COCAINE (SYNTHESIZED CRACK) 

0.807 DL0178 COCAINE IN KBr 

0.641 DL0209 COCAINE HCI IN KBr (MERCK)-SAMPLE CONTAINS WATER-METHANOL MIXTURE 
Selected Range: 4000.00 - 652.00 cm-1 
No Blank Regions: 

The Georgia State Crime Laboratory 


Page 1 


Folk OIG PRR 067060 



DRUG POWDER ANALYSIS FORM 



No. of samples tested: 


AGENCY ANALYST 

Evidence WL 


- ^ 


PHYSICAL DESCRIPTION: 


^ V 


Gross Wt( ): ^ \ b ^ 

Gross Wt ( ):_ 

Pkg. Wt:_ 

' NetWt: 2.^"* 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( —) v- 
Marquis 

Froehde's_ 

Mecke's 


Mlcrocrystalline Tests 
Gold 

Chloride 'V __ 

TLTA f 

OTHER TESTS 


PRELIMINARY TEST RESULTS 
RESULTS Ccoccuu o 
DATE 


GC/MS CONFIRMATORY TEST 

RESULTS_ 

MS 

OPERATOR _ 

DATE 


Revised 7/2005 










m 


















SEARCH REPORT 


Date; Tue Sep 28 2010 


Unknown; C;\peLclata\spectra\B10-06933 Fall River .sp 
Library; C;\pel_data\libs\DL.idx 


Euclidean Hit List 

0.849 DL1744 COCAINE (SYNTHESIZED CRACK) 

olS DlSS cSSaInI HCm KBr (MERCK).SAMPLE CONTAINS WATER-METHANOL MIXTURE 
Selected Range; 4000.00 - 652.00 cm-1 
No Blank Regions; 

The Georgia State Crime Laboratory 


Page 1 


Folk OIG PRR 067063 






Revised 7/2005 

Folk OIG PRR_067064 



















SEARCH REPORT 


Date: Tue Sep 28 2010 


Unknown: C:\peljdata\spectra\B10-06934 Fall River.sp 
Library: C:\pel_dataMibs\DL.idx 


Euclidean Hit Ust 

0.824 DL1744 COCAINE (SYNTHESIZED CRACK) 

0.783 DL0178 COCAINE IN KBr 

0.619 DL0209 COCAINE HCI IN KBr (MERCK)-SAMPLE CONTAINS WATER-METHANOL MIXTURE 
Selected Range: 4000.00 - 652.00 cm-1 
No Blank Regions: 

The Georgia State Crime Laboratory 



Area Percent / Libi'ary Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SySTEM4\09_29_10\745804.D 
ASD 

29 Sep 2010 10:50 

BLANK 

1 

DRUGS 

RTE 


3 


_1 


iAbundance T!C'; T458W.'D’ 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


745804.D 


Wed Mar 07 14:08:28 2012 


Page 1 












Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Q3-2010\SYSTEM4\09 29 10\745805.D 

Operator 

ASD 

Date Acquired 

29 Sep 2010 11:04 

Sample Name 
Submitted by 

COCAINE STD 

Vial Number 

5 

AcquisitionMeth 

DRUGS 

Integrator 

RTE 

Abiintdance 

. T1C:7^5805:D . 

4175 ; 

1 1 

1 ! 

1 1 

s ; 

i ! 

j 

i i 

I- i 

aoooooj 

i 

6000001 

; i 

4000001 

; 2000001 

i Ot;-. .. , . .. 

fTime:;> ZOO 2.50 ZOO 

3.50 4.ao" 4.50 ' 5.00 ' 5.50 aOO 6.50 ' 7.66 ' 7.to ' ' 8.00 ' S.feo ' .9.66 ’ 9.50 ' i 


Ret. Time 

Area 

Area % 

Ratio % 

4.748 

974556 

100.00 

100.00 


745805.D Wed Mar 07 14:08:32 2012 


Page 1 


Folk_OIG_PRR 067068 








Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q3-2010\SYSTEM4\09_29_10\745805.D 

Operator : ASD 

Date Acquired : 29 Sep 2010 11:04 

Sample Name : COCAINE STD 
Submitted by : 

Vial Number : 5 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum 

Minimum 

Quality: 90 
Quality: 90 

PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

4.75 

C:\DATABASE\SLI.L 




COCAINE 000050-36-2 99 























Area Percent / Library Search Report 


Information from Data Pile: 

File Name : F:\Q3-2010\SYSTEM4\09_29_10\745806.D 

Operator : ASD 

Date Acquired : 29 Sep 2010 11:17 

Sample Name : BLANK 

Submitted by : ASD 

Vial Number ; 1 

AcquisitionMeth: DRUGS 

Integrator : RTE 


Abundance TIC:745BQ6.D 



Ret. Time Area Area % Ratio % 

***N0 INTEGRATED PEAKS*** 


745806.D Wed Mar 07 14:08:37 2012 


Page 1 


Folk_OIG_PRR_067070 

















Area Percent / Library Search Report 


Information from Data File: 



File Name 

F:\Q3-2010\SYSTEM4\09 

29 10\745807.D 

Operator 

ASD 



Date Acquired 
Sample Name 
Submitted by 

29Sep2010 

ASD 

11:31 


Vial Number 

7 



AcquisitionMeth 

DRUGS 



Integrator 

RTE 



i^bundan^ 

TlCi 74i5BD7:CJ .. ... i 

4(75 

1500000 





j 1000000 




1 

; 500000 

2.28 




’ 0 

2:o433 





_2.o4 ,2.50 3-66 

3.50 4.00 4.50 

5.00 ^50 ' 6,6o 

6.60 7.00 ' 7.50 8.00 ' ' 8.50 O.OO ' 9.50 ^ 

Ret. Time 

Area 

Area % 

Ratio % 

2.040 

261226 9.47 

13.60 

2.278 

428632 15.55 

22.32 

2.331 

146892 5.33 

7.65 

4.753 

1920463 69.65 

100.00 


745807.D Wed Mar 07 14:08:42 2012 


Page 1 


Folk_OIG_PRR_067071 















Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM4\09_29_10\745807.D 
ASD 

29 Sep 2010 11:31 


ASD 

7 

DRUGS 

RTE 


Search Libraries: C;\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C;\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


2.04 


C:\DATABASE\PMW TOX2.L 


Cocaine-M/artifact -H20 

000000 - 

-00- 

"0 

97 

MDA-M (desmethylenyl-methyl-) ME 

@ 000000- 

-00- 

.0 

37 

Metipranolol-M/artifact AC 

000000 - 

-00- 

-0 

32 


Abundance 


Aiver^e or2:0T31^2. 7T5807:D H 

152 


SOi 


60) 
40' 


20 


42 


82 


181 


122 


166 

E 


Abundaince 
80 i 

i 

60^ 


i ' 57 i 94 138 

: 65 : . I 107 !; i . . . 

O'. ., A... .-4,1.. i...-22?, 

40 50 60 70^8'0 90 i 6D 110 120 1^0 140 150 160 170 180 l90 200 210 


240 250 


283 

T .-T-r - 

280 


^35747 Co^ine-MM^rtifacl-Fr20~ 

152 


P753 


40: 


20: 


82 


94 


106 


181 




122 

i : 

166 ! 

y : i 

ji 138 

. j:, .-7“,- 1 . j- ---i—|--f'1 •■j-1 

iii s 


40 50 60 70 8'0 90 100 lio 120 130 140 150 l6o 170 160 190 200 210 2^0 230 240 250 2^0 270 280 ' 


745807,D Wed Mar 07 14:08:42 2012 


Page 2 


Folk_OIG_PRR_067072 















Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3~2010\SYSTEM4\09_29_10\745807.D 

ASD 

29 Sep 2010 11:31 


ASD 

7 

DRUGS 

RTE 


Search Libraries; 


PK# 


RT 


C:\DATABASE\SLI.L 
C:\DATABASE\PMW_T0X2,L 
C:\DATABASE\NIST98.L 


Library/ID 


2.28 C;\DATABASE\PMW_TOX2.L 

Cocaine-M (methylecgonine) 
Cocaine 

Cocaine-M (methylecgonine) AC 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# 


Qual 


007143-09-1 97 
000050-36-2 38 
000000-00-0 38 


Abundance 


82 


Av^g^f 2723810 2:3tC^ 


80 i 


60^ 


9S 


40 


20 : 


42 

! 


55 


68 


i n 


112 


168 


182 


^/Z"> 40 

Abundance 

; i 

j 80j 

I i 

: 60! 


: ij ; 422 " 1^0 455 

0 ^. . 12813Vy 148 , . . 

50 60 70 80 90 100 110 1^0 130 140 150 160 itO 180 lOO 


199 i 

.i,.207 ; 

200 210 j 


82 


1^467rCocaine-MlrMniytecg6W “P'852” 


96 


40' 


1 20! 


li ii 

i; , ii 

ii. 112 

1 j i i . 


168 


199 i 



140 

155 ; 

182 

i • ! 

: 07 .-V : 

.. V- ,■ .■■■:.- 

.41; i- . ..Uf-! .,.., . 4,--. : ... 

.... 

: - ■■ i ’t—T ; • •"T- ! 1 i 1—r ■ 

\ 

180_ 1^0 

-P-,. - f : 

ni/Z'-> 40 50 

60 70 

80 90 100 110 120 li0 

14^ 

150 160 170 

200 210 i 


745807.D 


Wed Mar 07 14:08:43 2012 


Page 


Folk_OIG_PRR_067073 


























Area Pexcent / Library Search Report 


Information from Data File: 

File Name ; F;\Q3-2010\SYSTEM4\09_29_10\745807.D 

ASD 

29 Sep 2010 11:31 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


ASD 

7 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 


PK# RT 


Library/ID 


Minimum Quality; 90 
Minimum Quality: 90 


CAS# 


Qual 


2.33 C:\DATABASE\NIST98.L 

Pseudoecgonine methyl ester 

Methylecgonine 

Allopseudomethylecgonine 


099189-88-5 96 

007143-09-1 96 

1000120-22-1 95 


Abundance 


801 


82 


Average of 23101o'2'3Wmin.: 746B07.U(-) 


96 


1 60 

1 



j 40 

42 

i 1 

: 20. 

' ; 55 ■ 

i 

! 1 


1 1 i 68 

. : 1 

i 0' 

ii i -M 

.. . . i i ! , , rijij 



■'''2 199 

122 MO 152 182 


i U'; ! I-Pr ; ^ ■: .pj I. l |.,., . j-,: . =-j-hj ‘ • ; ;• r'-f-f' f-'r'i-V "■ il'ri - ; i i i' n-r-i ; ■; • r v! : v;-.-, , t-r-rr-i i ■■.vT'in -'r [-n 

fn/z-> 40 50 60 70 80 90 100 110 liO 130 140 150 180 170 l80 100 200 2i0 2^0 230 240 250 260 270 280 


: 208 


_2^ ^ 


Abundance 


80 


8,2 


1^32WT: Pseudbecgoninelri^ 


60, 


40: 


96 


42 


20; i 55 


0^ 


68 


112 


122 


140 155 182 


199 


n>/z--> 40 50 eb 70 80 100 110 1^0 TsO 140__150 160 'l70 lh 190 2(fo 210 220 23^ 24b']26q^^^^ 

745807.D Wed Mar 07 14:08:44 2012 Page 4 


Folk_OIG_PRR_067074 














Area Percent / Library Search Report 


Ihformation from Data File: 

File Name : F:\Q3-2010\SYSTEM4\09_29__10\745807.D 

Operator : ASD 

Date Acquired : 29 Sep 2010 11:31 

Sample Name : 

Submitted by : ASD 

Vial Number : 7 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


4 4.75 C:\DATABASE\SLI.L 

COCAINE 000050-36-2 99 




















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcqulsitionMeth 
Integrator 


F:\Q3-2010\SYSTEM4\09_29_10\745808.D 

ASD 

29 Sep 2010 11:44 

BLANK 
ASD 
1 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


745808.D Wed Mar 07 14:08:48 2012 Page 1 


Folk_OIG_PRR_067076 






















Area Percent . / Library Search Report 


Information from Data File: 

File Name : F:\Q3-'2010\SYSTEM4\09_29_10\745809.D 

Operator : ASD. 

Date. Acquired ; 29 Sep 2010 11:58 

Sample Name 
Submitted by 
Vial Number : 9 

AcquisitionMeth: DRUGS 
Integrator : RTF 


ASD 


Abundance TrC:7456D9.D 

I 12000001 ‘*1^^ 

; looooooj 

! i j 

800000i I 

\ 600000 i I 

1 ! I; 

! 4000001 ■ 

i I 2.28 

i 200000: 2,04* I 

° 2 :^ 2 ^ ,1-bg ' 3 . 60 " 4.00 4.60 ... 5 . 0 ^ 5^0 



I 

__ __-I—T-__ i 

7^o”^8.bo" 8.6 o 9,00^9.6o^ i 


Ret. Time 


Area Area % Ratio % 


2.039 
2.277 
4.752 


188932 10.93 14.77 

260833 15.08 20.39 

1279514 73.99 100.00 


745809.D Wed Mar 07 14:08:53 2012 


Page 1 


Folk_OIG_PRR_067077 










Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F;\Q3-2010\SYSTEM4\09_29_10\745809.D 

ASD 

29 Sep 2010 11:58 


ASD 

9 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

Minimum Quality: 90 



C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality: 90 

PK# 

RT 

Library/ID 

CAS# Qual 

1 

2.04 

C:\DATABASE\PMWTOX2.L 




Cocaine-M/artifact -H20 

000000 -00-0 98 



MDA-M (desmethylenyl-methyl-) ME 

@ 000000-00-0 38 



Metipranolol-M/artifact AC 

000000-00-0 32 



'Abundance 


SO¬ 


SO 


401 


■" #3^74n:5b^e43/anifacr-H2D ‘ 
1$2 


■P753‘ 


181 


{ 20 

82 


122 



106 

138 k 

j 1 i 1 ii 

! 0^ 

i j 


: rH -i : > P 


40 "sb 

90 lOO ilO 

120 130 140 150 


166 


745809.D 


Wed Mar 07 14:08:54 2012 


Page 2 


Folk_OIG_PRR_067078 
























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 


F:\Q3-2010\SYSTEM4\09_29_10\745809.D 

ASD 

29_Sep2010 11:58 


ASD 

9 

DRUGS 


Integrator 

: RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality: 90 
Minimum Quality: 90 

PK# 

RT 

Library/ID 

CAS# Qual 

2 

2.28 

C:\DATABASE\PMW_TOX2.L 

Cocaine-M (methylecgonine) 
Cocaine-M (methylecgonine) AC 
Cocaine 

007143-09-1 97 
000000-00-0 42 
000050-36-2 38 


Abundance 


80 


60 


1 40' 

^ 42 

20 ! 

( 

j 55 

1 

5 1 

1 i 

I Oi 

: i-L 

^^z-> 

40 50 60 


82 


AvSap^or2:240To21J091Nn:74580^^^^^^ 


96 


68 


- 

^^2 168 199 

‘i ’'i 122 

! ■ 104 : ! 132 i i ; 

.'i'Vf-r-rT-r lU-i rJ t-t-i ^ ■-{-'f rf-" !'■ ‘-f-ni :: t ,-n-rn • : i i". - T-t—: -r-rT-t t rq -7 r 

80 90 100 110 1^0 100 140 150 l60 170 180 190 200 210 220 230 240 250 2 


207 


281 

^ “TT" ^ 

270 260 


Abundance 


80 


601 


40; 


20 ‘ 


: 0.,-:. 

'm/z-> 40 


82 

1 


#46-7: Cocame-M”{fnethy[ecgonme)' 


96 


199 


isi 


119 

112 140 ^55 ; 182 


50 60 70 


745809.D 


80 'ob lbb iib 120 13o' l4b 15o"i6b lio bo 260^^0 220 260 240 260 2& 270 280 
Wed Mar 07 14:08:54 2012 Page 3 


Folk_OIG_PRR_067079 



























Area Percent / Library Search Report 


Information from Data File: 

File Name : F: \Q3-2010\SYSTEM4\09__29_10\745809 .D 

Operator : ASD 

Date Acquired ; 11:58 

Sample Name : 

Submitted by : ASD 

Vial Number : 9 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


3 4.75 C;\DATABASE\SLI.L 

COCAINE 000050-36-2 99 























Area Percent / Libx'ary Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM4\09_29_10\745810.D 

ASD 

29 Sep 2010 12:11 

BLANK 
ASD 
1 

DRUGS 

RTF 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


745810.D 


Wed Mar 07 14:08:59 2012 


Page 


1 



















Area Percent / Library Search Report 


Information 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe t h 
Integrator 


from Data File: 

F:\Q3-2010\SYSTEM4\09_29_10\745811.D 
ASD 

29 Sep 2010 12:25 


11 

DRUGS 

RTE 


Abundance TIC: 745811.0 

i 2000000! 

! i I 

i 15000001 j 

: loooooo! 

500000 i ii 

! i .1 


Tinne’'> 2.00 2,60 


- ebo' 

afeo 7.00 7.50 ’ abo abo abo aso ' i 

Ret. Time 

Area 

Area % 

Ratio % 

2.476 

196392 

7.31 

8.36 

3.978 

141679 

5.27 

6.03 

4.756 

2349860 

87.42 

100.00 


745811.D Wed Mar 07 14:09:04 2012 


Page 1 


Folk_OIG_PRR_067082 



















Area Percent / Library Search Report 


Information 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


from Data File: 

F; \Q3-2010\SySTEM4\09 
ASD 

29 Sep 2010 12:25 


29 10\745811.D 


ASD 
11 

DRUGS 

RTF 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
; 90 

PK# 

RT Library/ID 

CAS# 

Qual 


1 2.48 C:\DATABASE\PMW_TOX2.L 

Benzocaine @ 000094-09-7 93 
Bezafibrate -C02 000000-00-0 9 
Trichloroisobutyl salicylate 081405-66-5 4 


lAbundahce 


80 


Averag^f ^458ro7^67T (Twn.;V4^^^ 
1^0 


60 i 


40 i 


20 j 

I 

I 

OUr 


65 


92 


^bundanc^ 


41 46 52 60:; 73 51 

i-rji i i-i-r+-r> ; I-v-tt ^ ; ■ -i-i-T |-?-r-iT-p-r 

40 45 50 55 60 65 70 75 80 85 90 95 


106 


137 


150 


165 




181 


T'rr:-7 FT-rrr-TTj->-n-:--"T'’-T-n-i ! i-p-- ' I ^-n-r-n ] ttt: |-iTT-r-- ! ( r;-;—|-T-rT i iTT-r: I T-rr- 

M10 115120 i25 130 135140 146 150 155 1 ^ 0 165 170 175160 


‘#T457rBenzbcaine 


120 


rp67cr 


801 


60; 


40 


165 


20 i 


0^. 


65 


92 


108 


137 


132 




150 




m/z-> 40 45 50 55 6b 65 70 '75 8b 85 90 9'5 100 105 110 115 120 125 130 135140 145 150 155 160 165 170 175 160 


745811 .D 
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Area Percent / Library Search Report 


Information from Data File: 


File Name : 

Operator : 

Date Acquired : 

Sample Name : 

Submitted by : 

Vial Number 
AcquisitionMeth: 
Integrator : 


F;\Q3-2010\SYSTEM4\09_29_10\74581X.D 
ASD 

29 Sep 2010 12:25 


ASD 

11 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW__TOX2.L Minimum Quality: 90 

C;\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


3.98 C:\DATABASE\NIST98.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,1-b]thiazole, 2,3,S,6-tet 006649-23-6 97 
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Area Percent / Library Search Report 


Information from Data File: 

File Name ; F:\Q3-2010\SYSTEM4\09_29_10\745811.D 

Operator : ASD 

Date Acquired : 29 Sep 2010 12:25 

Sample Name : 


Submitted by : ASD 

Vial Number : 11 

AcquisitionMeth: DRUGS 
Integrator ; RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 


PK# RT 


Library/ID 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# 


Qual 


3 4.76 C:\DATABASE\SLI.L 

COCAINE 


000050-36-2 99 


Abundance 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F;\Q3 -2010\SySTEM4\09_29_10\745823. D 

Operator : ASD 

Date Acquired : 29 Sep 2010 15:07 

Sample Name : BLANK 

Submitted by : ASD 

Vial Number : 1 

AcquisitionMeth: DRUGS 

Integrator : RTE 



Ret. Time Area Area % Ratio % 

***N0 INTEGRATED PEAKS*** 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM4\09_29_10\745824.D 
ASD 

29 Sep 2010 15:21 

COCAINE STD 
ASD 
5 

DRUGS 

RTE 


'Afeundahce 
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i 400000) 
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Area Percent / Library Search Report 


Information from Data File: 


File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by ; 
Vial Number : 
AcquisitionMeth; 
Integrator : 


F:\Q3-2010\SYSTEM4\09_29_10\745824.D 

ASD 

29 Sep 2010 15:21 

COCAINE STD 
ASD 
5 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


4.75 C:\DATABASE\SLI.L 
COCAINE 
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99 
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